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FIRST ARTICLE INSPECTION CHECKLIST 


Drawing Actual 
Tolerance 
Dimension Dimension 
@0.098 +0.004/-0.001 


@0.213 +0.005/-0.001 
0.400 +/-0.010 


5.872 
1.930 
10.451 


8.335 +/-0.010 
0.213 +/-0.010 
0.276 +/-0.010 
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Measured by: 


Date: 


Change 
New Issue 


Dwg Rev updated 


i Audited by: 


Dimensions updated per Dwg Rev D 
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